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JEROME B. GILBERT (Chairman) holds a B.S. in civil engineering and an M.S. in civil engineering from Stanford University and is General Manager of the East Bay Municipal Utility District, Oakland, California. His experience in environmental engineering includes the planning and financial, institutional, and regulatory aspects of water management. He has been Executive Officer for the California State Water Resources Control Board, and a principal of Brown & Caldwell and J. B. Gilbert & Associates Consulting Engineers. He has been Chairman of the San Francisco Bay Regional Water Quality Control Board and Chairman of the California Health Effects Advisory Committee on reuse of reclaimed waste water. He has held American Water Works Association offices including President and international technical representative. He has served on the Water Science and Technology Board of the National Research Council and its Potomac River Committee.
EULA BINGHAM received her Ph.D. in zoology from the University of Cincinnati in 1958. She was formerly Assistant Secretary of Labor for the Occupational Safety and Health Administration from 1977 to 1981. Currently, Dr. Bingham is Vice President and University Dean for Graduate Studies and Research at the University of Cincinnati, where she has been since 1961.
JOHN J. BOLAND holds a B.A. in electrical engineering, an M. A. in governmental administration, and a Ph.D. in environmental economics. He is
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